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DESERT VIEW MOTEL 

U.S. HIGHWAY 66 . . . WEST END 
HOLBROOK, ARIZONA 

55 air-conditioned units . . . heated pool . . . room 
phones . . . beauty shop . . . restaurant adjacent. 
"Gateway to Petrified Forest and Painted Desert" 
Phone 602 — 524-6265 
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